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OPD22 70-61 
10 April 1961 
UOONAMDUR FOR ¢ Chief, Materiel Staff, DPO-.010/? 
SUAIEST 1 Photographic iqulpment “alfunstions 
REP RREHOE s Staff Meeting Minutes, li Cetober 1955 


dated 16 Cetober 1958 


le Unring the ae i February 1961 through 24 February 1961 
thore were a total of [———“‘(sté‘tédi A hoe reported Flow using 
postogruphis equipeent. Zeulpments malfiimetioned 
these mlesions, giving an over-all effectiveness of 25X1 
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